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Harmonic Filter Market 2021 : Study 
Provides In-Depth Analysis Of Market Along 
With The Current Trends And 
Future Estimations 








Harmonic filters are extensively used across a host of sectors, including automotive, oil 
& gas, information technology, HVAC, mining, and wastewater, among others. At 
present, as the industrial sector around the world continues to flourish, power systems 
have come under the radar. Harmonic issues within the power systems across different 
industries can lead to downtime and inflict heavy damage in both, consumer appliances 
as well as utility suppliers. End users of harmonic filters are increasingly seeking ways 
to minimize harmonic pollution despite the existing current and voltage distortion in 
networks. Companies involved in the current harmonic filter market landscape are 
investing resources in the development of new solutions that minimize the nonlinear 


current in customer loads within a power system. 


Some of the key parameters that are influenced due to harmonic filters in power 
systems include distortion, overloads, disturbances, etc. Technological advancements 
coupled with design improvements in the semiconductor space are expected to trigger 
significant developments within the harmonic filter market during the forecast period. 
Companies operating in the harmonic filter market are projected to launch different 
products in an array of shapes and sizes. As harmonic filters are cost-effective in 
comparison to series filters, the demand for the same is witnessing significant growth in 
communication and power applications worldwide. The surge in demand for variable 
frequency drives and large-scale urbanization across the world are some of the key 
factors that are expected to influence the growth of the global harmonic filter market 
during the assessment period. At the back of these factors, the harmonic filter market is 
expected to reach a value of ~1.5 Bn by the end of 2027. 
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Key Market Findings 


Advancements in Solid State Power 
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Request a sample to get extensive insights into the Harmonic Filter Market 


Global Urban Development to Augment Market 
Growth 


Economic and urban development across the world is a trend that is expected to have a 
strong influence on the growth of the harmonic filter market. Due to the rapid 
development of cities across the world, transportation systems have received a great 
amount of attention. Multiple countries, particularly in the Asia Pacific region, including 
China, are investing considerable resources for the development of high-speed railway 
systems. Moreover, the East Japan Railway Co. launched a new high-speed train model 
in the spring of 2019. The construction of the Kuala Lumpur-Singapore high-speed 
railway line was initiated in 2017 and is expected to complete around 2026. These 
large-scale developments demand high levels of power quality and voltage stability 
problems and the adoption of harmonic filters, is thus, likely to grow in the near future. 


To understand how our report can bring difference to your business strategy, Ask for a 
brochure 


Integration of Variable Frequency Drives in 
Industry 4. Expected to Drive Global Market 


The dawn of Industry 4.0 has led to a significant transformation in modern-day 
industries with automation at the helm of all major developments. Variable frequency 
drives (VFDs) are increasingly being deployed within the Industry 4.0 sphere, 
particularly in high-demanding power applications. The fast-paced industrialization and 
urbanization around the world are expected to increase the demand for variable 
frequency drives. Electrical appliances that have a non-linear load such as personal 
computers, AC and DC motor drives, and LED lighting display some level of harmonics. 
Power correction, stability, and apprehensions overpower quality continue to remain 
key parameters in industrial settings worldwide. As the industrial sector continues to 
emphasize on energy savings, electrical reliability is another area of concern that 
continues to gain the attention of participants involved in the industrial sector. 
Harmonic mitigation has gained ground over the past couple of decades due to which, 
the demand for harmonic filters is projected to move in the upward trajectory during 
the forecast period. 


The adoption of harmonic filters is expected to grow at a rapid pace, as they reduce 
distortions in networks with significantly high levels of harmonics. The applicability of 
passive or active filters primarily depends on voltage levels of different applications. 
Active harmonic filters are increasingly used for low-voltage applications. Thus, passive 
harmonic filters are expected to dominate the harmonic filter market during the 
forecast period, due to high demand for the same from medium to high-voltage 
applications. 
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